PORTALS OF THE PAST 

When the fire of 1906 destroyed much of San 
Francisco, all that remained of one of the Nob 
Hill Mansions was the portals before the building. 
These "Portals of the Past" were presented to the 
Golden Gate Park, and there placed on the shore 
of a picturesque lake. 
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